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SECTION 5-A. Terms of oommissioners.-One-third of the mem-
bers of the first Marion County Memorial Hospital Board shall serve
for a term of two years, one-third for a tern of four years and one-
third for a term of six years, the length of term of each member to be
determined by lot, and with any vacancies to be filled for the unex-
pired terms as provided in Section 5 hereof.
SECTION 6: Establish and maintain hospital-The Marion
County Memorial Hospital Commission is authorized and empow-
ered to do all matters necessary or convenient for the establishment
and maintenance of a hospital for said district, including, but without
limiting the generality of the foregoing, the following powers:
(1) To adopt and use a corporate seal.
(2) To acquire by purchase or gift a suitable site for the estab-
lishment of a hospital.
(3) To acquire by purchase or gift tangible personal property.
(4) To accept gifts, grants, donations, devises and bequests.
(5) To employ architects or engineers to supervise the con-
struction of a hospital building, and to let contracts for the
construction of said buildings.
(6) To apply to the Federal Government and any other govern-
mental agency for a grant of moneys to aid in the construc-
tion and equipment of the hospital.
(7) To employ supervisors, assistants and such personnel as
may be necessary to operate and maintain the hospital, in-
cluding the appointment of a medical staff.
(8) To provide reasonable regulations concerning the use of
the facilities and services of the hospital.
(9) To establish and promulgate reasonable rates for'the use
of the services and facilities afforded by said hospital. In
prolnulgating rates, said commission shall be empowered to
provide a higher schedule of charges for persons who are
not residents within the district.
(10) To operate and maintain a charity ward and free services
for residents (if the district, who are destitute and unable
to pay for needed hospitalization.
(11) To expend the proceeds derived from the charges made for
the usc of the facilities and services of the hospital for the
operation and maintenance of said hospital.


